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Change In Key Locations 


Please note that the Option key and Cmd key on the Apple Standard Keyboard have been Swapped. 
The correct layout, which now has the Option key to the right and the Cmd key to the left, appears 
on the following page. | 


The Apple Extended Keyboard, which had the Option key to the right and the Cmd key to the left, 
remains unchanged. 


In addition, as with IBM terminals, the Erase Input key on both the Apple Standard Keyboard and 
the Apple Extended Keyboard works when in shifted mode. . 
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Shift of Fl - F12 
Option + Enter 


Cmd13 - Cmd 24 


Cd Cmd Gnd [Cmd Crnd Cmd Clear 
1 5 7 8 10 12 
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plate for the Apple Standard Keyboard 


New Line 
IDEA oe oe «Shift + Attn 


Insert Conrol +I 

Help —————————_—__—_—_—_————————— —— Control + H 

Print Control + P 

Roll Up Control + Shift + 8 (on keypad) 


Roll Down —————— Control + Shift + 2 (on keypad) 
Cursor Left ——————"——-—————~ Control + 4 (on keypad) 
Cursor Right Control + 6 (on keypad) 
Cursor Down Control + 2 (on keypad) 
Cursor Up ——————————————_Conrrol + 8 (on keypad) 
Delete Control + Backspace 
hore eee Conrol + Ain 

Sys Request nn Shift + Atin 
eee Control +6 

Backtab Control + Tab 

Tilde Control + 1 

Split Vert Rule Control + 2 

Test Request on Control + T 


